ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVISO 
R 


0600/06 
10 


1 

06-10-15 
PARRA, A #126 
McCALL, D #118 
NAM, KI 


P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 


BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
CONDITION. 


0610/06 
20 


0630/07 
30 


0730/08 
00 


0815/08 
30 


0835/08 
45 


0910/09 
20 


ASSIST/FB 4- 6407 SUNSET BLVD GQACK N THE BOX). 
RE: 5 TO 6 SUBJECTS SLEEPING INSIDE. FB 4 ADVISED 
ALL SUBJECTS TO GET UP AND THEY COMPLIED. 


P/C- HOLLYWOOD BID. CHECKED AREA FOR SUBJECTS 
STILL SLEEPING ON THE PUBLIC SIDEWALK OR PRIVATE 
PROPERTY: 

6565 HOLLYWOOD BLVD (1) 

6933 HOLLYWOOD BLVD (4) 

6381 HOLLYWOOD BLVD (2) 

6776 HOLLYWOOD BLVD (2) 

WE CONTACTED 9 SUBJECTS WHO WERE STILL 
SLEEPING. WE ADVISED THEM TO GET UP AND START 
THEIR DAY AND THEY COMPLIED. 


VEHICLE TROUBLE- 6732 FRANKLIN PL. VEHICLE 5. 
SHUT OFF WHILE IN MOTION. THE VEHICLE WOULD NOT 
START AGAIN. WE NOTIFIED FUNK BROS WHO 
DISPATCHED A TOW TRUCK TO OUR LOCATION. THE 
VEHICLE WAS TOWED TO FUNK BROS. 


BUSINESS CONTACT- 1810 CAHUENGA BLVD (7-11). 
WE CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH (MARLENE) 
LOCATION CLERK WHO STATED ALL WAS OK. 


RADIO CALL- 5873 HOLLYWOOD BLVD (TOMMY’S). 
RE: 415 MAN REFUSING TO LEAVE. WE ADVISED THE 
SUBJECT TO LEAVE AND HE COMPLIED. 


BUSINESS CONTACT- 1747 CAHUENGA BLVD (CVS). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
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CHECKED OK. MET WITH (WARREN) LOCATION MANAGER 
WHO STATED ALL WAS OK. 


0940/09 RADIO CALL- 1813 CAHUENGA BLVD (SUBWAY). 
50 RE: 415 MAN INSIDE. WE MADE CONTACT WITH THE 
SUBJECT IN QUESTION. WE ASKED HIM TO LEAVE AND 
HE COMPLIED. 


1010/10 CONTACT/1- 6381 HOLLYWOOD BLVD (SECURITY 
25 PACIFIC BANK). RE: 2 SUBJECTS SITTING ON THE 
WINDOW LEDGE. WE ADVISED THE SUBJECTS TO LEAVE 
AND THEY COMPLIED. 


1100/11 C-7 MEAL BREAK 
30 


1210/14 HBID OFFICE- EXCHANGE VEHICLE/OFFICER LOG. 
00 


1430 EOW- ALL EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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